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This was a focused inspection el the Direct non-complianl items cited during the January 2t>t 5 nspeclion 

At the request ol the licensee, the Attending Vetennanan visited trie facility on a January 2015. During this visit. 
Dinect non-compliances under Section 2.40 were discussed The Attending Veterinarian provided recommendations 
regarding the most critic, - lI issues and is preparing an action plan Id address all remaining issues. 

““ The guinea pigs have been moved indoors to a heated facility. 

*** The camel and Blesb(& have been provided with adequate shelter. 

The bears have bean oflered food and water. 

During Che in&pecticn the linensES stated that hE has discussed primate handling wilh current tacilily stalf. A 
squeeze cage was observed at the facility during tins inspection. Primate handling will continue to bo evaluated 

hie nen-compliant items were id-eml I nd during this inspBCIidn. 

An exit briefing was conducted wiih the licensee. 
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